
ACE Chassis No. 357/S, 3561/S: This seven- Valves: (Vi) 12AH8; (V2) 6BA6; (V3) 6AT6; 
valve (including rectifier), three-waveband (L.W./ (V4) EL84; (V5) EZ81; (V6) 6AT6; (V7) EL84. 

M.W./S.W.), stereo chassis has been fitted to several I.F. 472 kc/s. 
models, including the “ Sheerline ” which has a 
B.S.R. four-speed Monarch autochanger. A.C. 
mains, 200-240 volts. 
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Circuit Diagram—Ace Chassis No. 361/S, S15 

ACE Chassis No. 361/S, S15 : This eight-valve (including rectifier), three- 
waveband (L.W./M.W./V.H.F.), A.M./F.M. stereo chassis has been fitted to 
several models, including the “ Slimline ” which has a B.S.R. four-speed 
Monarch autochanger. A.C. mains 200—240 volts. 

Valves: (Vi) 6L12/ECC85; (V 2 ) 6C12/ECH81; (V 3 ) 6F19/EF8S; (V4) 
6LD12/EABC80; (V5) 6P15/EL84; (V6) 6AT6/EBC90; (V7) 6P15/EL84; 
(V8) UU12/EZ81. I.F., A.M. 462 kc/s.; F.M. 10-7 Mc/s. 


LOWER VIEW 






ACE Chassis No. 261 : This five-valve (including B.S.R. four-speed Monarch autochanger. A.C. 

rectifier), two-waveband (L.W./M.W.) chassis is mains, 200-240 volts. I.F. 472 kc/s. 

fitted in the “ Florentina ” radiogram which has a 









